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This review is provided so you can determine your compliance and eliminate 
the possibility of being in non-compliance with the Amerada Mess, Philip 
Morris, R. J. Reynolds, and Drown and Williamson agreements, 

f or 1990, all displays must be placed in accordance with standard schematic 
or an approved variation. ‘I he major change from 1995 is the mandatory 
placement of the ? Marlboro suction cup fixtures that replace the current 
Marlboro counter display. E xhibit 1 illustrates the standard gas station 
configuration. Note: the merchandise and cigarette decals are optional if all 
displays in the front window are clearly priced. 

All locations must implement the new schematic once the two Phillip Morris 
suction cup fixtures are received. If you cannot comply by April 19th, you 
must contact your Division Manager who wilt notify Stan Bcnarick. 

T tie attached worksheet will help you determine the number of facings for 
each manufacturer. Philip Morris products must have at least 53,8% of 
the full Price facings, and. 00% of the Low Price facings. You may 
increase the si?e of your Philip Morris Basic or Other Premium Brands fixture 
to be in compliance. 

If you have any questions concerning compliance, please call Stan Bcnarick 
at XG428 or the undersigned at XGI-d^l. 
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Division Managers Marketing Representatives 

S. Bcnarick J. Chamberlain 
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Source: https://www.industrydocuments.ucsf.edu/docs/lsfyOOOO 
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